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Acepromazine, treatment of mental disorders, A-96 
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ACTH and cortisone, adrenocortical hyperactivity in 
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(Sept.) ; medicolegal aspects, A-52 (Sept.); possible 
cause of leukocytosis and eosinophilia, A-18 (July) ; 
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(Anemia, hemolytic, favism, A-100 (Sept.); sickle-cell, 
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Anesthesia, regional, for surgery of extremities, 324 

Aneurysm, see Aorta 

Angina pectoris, see Heart, disease, coronary 

Ankle, see Foot 

ANP 235, treatment of unconsciousness, A-98 (Sept.) 

Anticoagulants, treatment with, after myocardial infarc- 
tion, A-21 (July) 

Anus, imperforate, A-89 (Aug.) 


\orta, abdominal, aneurysm, 414; abdominal, aneurysm, 
arteriosclerotic, surgery, 236; occlusion as aid to open 
heart surgery, 507 

\ppendicitis, diagnosis, 51; hyperplastic, A-80 (Dec.) 

(rt, integration into medical curriculum, 423 

\rteries, see also Aorta; atherosclerosis, in Egyptian 
mummies (editorial), 100; carotid, occlusion as cause 
of cerebral vascular insufficiency (editorial), 312; in- 
flammation, blackfoot disease in Taiwan, A-94 
(Noy.); injury, acute, management, 476; peripheral, 
sclerosis, treatment, 582; sclerosis, diet and, 263: 
sclerosis, in diabetes mellitus, 112 

\rthritis, rheumatic symptoms associated with prostatic 
cancer, 274; rheumatoid, treatment, A-20 (Sept.) ; 
rheumatoid, treatment with gold salts, 623 

\scariasis, treatment, 37 

Ascites, see Liver, cirrhosis 

\therosclerosis, see Arteries 

Athlete’s foot, see Skin, disease 

\trioventricularis communis, see Heart, disease, con- 
genital 

Autoimmunization, see Immunization 


BARBITURATES, automatism, suicide and, A-56 (Oct.) 
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Benzydroflumethiazide, diuretic effect, A-84 (Aug.) 

Bladder, neck obstruction in children, 457 

Blankets, hospital, effect of laundering on, A-86 (Aug.) 

Blood, abnormalities in tracing of racial migration (edi- 
torial), 201; ammonia in, in hepatic coma, 445; anti- 
bodies in, autoimmunization, A-42 (Aug.); cells, 
eosinophilia, A-26 (Oct.); cells, leukocytosis and 
eosinophilia, unexplained, A-18 (July) ; cholesterol in, 
in diabetes mellitus, 112; cholesterol in, reduction, 
diet for, 263; cholesterol in, reduction in treatment of 
peripheral arteriosclerosis, 584; cholesterol in, reduc- 
tion with preparation of polyunsaturated fatty acids, 
434; cholinesterase in, in newborn, A-137 (Oct.); 
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proach, 593; grouping, paternity exclusion tests, A-54 
\ug.); serum, calcium in, in hyperparathyroidism, 
69; transfusion, hazards, diminution, A-36 (Sept.) 


(Nov.) ; Psychiatry; descriptive and dynamic (Smith), 
4-142 (Aug.); Radiologic examination of the small 
intestine (Golden), A-138 (Aug.); Roentgen exami- 
nations in acute abdominal diseases (Frimann-Dahl), 
4-206 (Oct.) ; Surgery in World War II; neurosurgery 


Isiood pressure, high, arterial, treatment, recent trends (Spurling; Woodhall), A-208 (Oct.); Surgery of re- 
editorial), 568; high, treatment, A-92 (Sept.) ; low, pair as applied to hand injuries (Rank; Wakefield), 
see Shock; measurement, sphygmomanometry, A-96 A-184 (Nov.); Surgical anatomy of the bronchovas- 
Sept.); reduction with bretylium tosylate, A-134 cular segments (Bloomer; Liebow; Hales), A-180 
Oct.), A-140 (Oct.) (Nov.); Surgical gastroenterology; considerations 

Blood vessels, defects, in hemorrhagic disorders, 597; based on pathologic physiology (Bowers), A-182 


examination, angiography, A-67 (Aug.) 


Book reviews, Anatomy; a regional study of human 


structure (Gardner; O’Rahilly; Gray), A-154 (July) ; 
Arthritis and allied conditions; a textbook of rheu- 
matology (Hollander), A-126 (Dec.); Basic office 
dermatology (Maddin; Danto; Stewart), A-184 
(Nov.); Cancer and allied diseases of infancy and 
childhood (Ariel; Pack), A-142 (Aug.); Cardiac 
auscultation, including audio-visual principles (But- 
terworth; Chassin; McGrath; Reppert), A-142 
(Aug.); Christopher’s minor surgery (Ochsner; De- 
Bakey), A-156 (July) ; Christopher’s textbook of sur- 
gery (Davis), A-206 (Oct.); Clinical endocrinology 
(Astwood), A-140 (Aug.); Clinical management of 
behavior disorders in children (Bakwin; Bakwin), 
\-152 (July); Crash injuries (Kulowski), A-186 
(Nov.); Diseases of the nervous system in infancy, 
childhood and adolescence (Ford), A-140 (Aug.); 
Diseases of the newborn (Schaffer), A-178 (Nov.); 
Diseases of the skin (Marshall), A-138 (Sept.) ; Drugs 
of choice (1960-1961) (Modell), A-152 (July); 
Edema; mechanism and management (Moyer; Fuchs), 
4-130 (Dec.); Epilepsy and related disorders (Len- 
nox; Lennox), A-205 (Oct.):; Fellowship of surgeons; 
a history of the American College of Surgeons (Davis) , 
4-140 (Sept.); Fractures, dislocations and sprains 
(Wiles), A-130 (Dec.); Functional anatomy of the 
limbs and back (Hollinshead), A-142 (Sept.) ; Funda- 
mentals of clinical hematology (Leavell; Thorup). 


(Nov.) ; Treatment of urinary lithiasis (Butt), A-208 
(Oct.) ; The year book of cancer (1959-1960) (Clark; 
Cumley), A-178 (Nov.); The year book of endo- 
crinology (1959-1960) (Gordan), A-180 (Nov.); The 
year book of medicine (1960-1961) (Beeson; Mus- 
chenheim; Castle; Harrison; Ingelfinger; Bondy), A- 
128 (Dec.) 


Brain, examination, angiography in children, 333; 
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hemorrhage, subarachnoid, spontaneous, in children, 
130; surgery, leukotomy, selective, A-80 (Dec.); sur- 
gery, prefrontal lobotomy for pain relief, A-20 (Dec.) ; 
tumor, diagnosis and treatment, A-102 (Sept.) ; vas- 
cular insufficiency (editorial), 312 


Breast, tumor, cystosarcoma phyllodes, 42 
Bretylium tosylate, hypotensive agent, A-134 (Oct.). 


\-140 (Oct.) 


Bursitis, of shoulder, treatment, A-22 (July) 


CALCIUM carbimide, citrated, in treatment of alco- 


holism, 188 


Cancer, complications, fibrinolytic syndromes, 596; diag- 


nosis, cytologic, fluorescence microscopy for, 627; of 
lung, bronchogenic carcinoma, stable, 616; of pan- 
creas, A-108 (Nov.), 533; of prostate, 46; of prostate, 
rheumatic symptoms and, 274; of thyroid, 171; of 
uterus, prolapse and, A-150 (Oct.); pain in, surgery, 
\-102 (Sept.); patient’s right to be told, 470; treat- 
ment, chemotherapy, 242; treatment, excision of pitui- 
tary, A-98 (July) 


A-180 (Nov.); Handbook of neurological diagnostic 
methods (McDowell; Wolff), A-210 (Oct.) ; The heart 
in industry (Warshaw), A-126 (Dec.) ; Key to lasting 
slimness (Collins), A-130 (Dec.) ; Law and medicine; 
text and source materials on medicolegal problems Central nervous system, see also Brain; Spinal cord; 
(Curran), A-58 (Aug.); Manual of hand injuries disease, see Amyotrophic lateral sclerosis; Poliomye 
(Nichols), A-208 (Oct.) ; Medical, surgical and gyne- litis; stimulation, petit mal-grand mal, A-140 (Oct.) 
cological complications of pregnancy (Guttmacher: Cesarean section, prognosis after, A-88 (July) 
Rovinsky), A-140 (Aug.); Metabolic care of the sur- Chest, see Thorax 

gical patient (Moore), A-160 (July); An MMPI Children, see Pediatrics 

handbook; a guide to use in clinical practice and Chrysotherapy, see Gold 

research (Dahlstrom; Welsh), A-128 (Dec.) ; Modern Clinicopathologic conferences, Hines Veterans Adminis- 
nutrition in health and disease (Wohl; Goodhart), tration Hospital, 82, 181, 414, 541, 650 

\-140 (Sept.); Neoplasms of bone and related con- Coccidioidomycosis, diagnosis, A-94 (Sept.) 

ditions; etiology, pathogenesis, diagnosis, and treat- Colon, see Intestines 

ment (Coley), A-182 (Nov.); Neurology (Grinker; Coma, hepatic, 445 

Bucy; Sahs), A-156 (July); Office diagnosis _(Wil- Consciousness, loss of, treatment with ANP 235, A-98 
liamson), A-205° (Oct.); Oral and dental diagnosis; (Sept.) 

with suggestions for treatment (Thoma; Robinson), Constipation, in children, differential diagnosis, 224 
4-128 (Dec.); Pediatric anesthesiology (Leigh; Bel- Convulsions, in children, diagnosis through cerebral an- 
ton), A-138 (Aug.); Photography in medicine (Smia- giography, 333 

lowski; Currie), A-144 (Aug.); A polychrome atlas Cushing’s syndrome, see ACTH and cortisone; Adrenals 
of the brain stem (Krieg), A-132 (Dec.); Practical Cystosarcoma phyllodes, 42 

proctology (Buie), A-154 (July) ; A primer of electro- 
cardiography (Burch; Winsor), A-138 (Sept.) ; Prin- 
ciples of orthopaedic surgery (Colonna), A-184 


Cardiovascular system, disease, as cause of pulselessness, 
\-94 (Sept.) 

Carotid-sinus syndrome (note), 549 

Cataract, see Eye 


DEAFNESS, see Hearing, loss 


Death, causes of, in Israel, A-84 (Dec.); sudden, vagal 
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stimuli and (note), 502 

Depression, see Mental disorders 

Dermatomycoses, see Skin, disease 

Dermatomyositis, 650 

Diabetes mellitus, complications, atherosclerosis and 
hypercholesteremia, 112; detection programs, value, 
A-24 (Dec.); incidence, environment and, A-144 
(Oct.) 

Diaphragm, hernia, hiatal, surgery, 268; rupture due to 
automobile accidents, A-63 (July) 

Diet, see Nutrition 

Dihydroxyacetone,, for artificial tanning (editorial), 443 

Diphtheria, A-110 (Nov.) 

Diuretics, benzydroflumethiazide, A-84 (Aug.) 

Diverticulum, Meckel’s, 82 

Drugs, antidepressive, 101; side effects, vomiting, con- 
trol with triflupromazine, 62 

Duodenum, ulcer, see Peptic ulcer 

Dupuytren’s contracture, A-20 (Nov.) 


EAR, see also Hearing, loss; Nerves, tumor; inner, dis- 
ease, see Méniére’s syndrome; middle, infection as 
cause of deafness, 321; middle, infection, treatment 
with penicillin, A-22 (July), A-90 (July) 

Endocrine system, see also Adrenals; Gonads; Parathy- 
roids; Pineal; Pituitary; Thyroid; in children, rela- 
tion to nervous system, 609 

Enterobiasis, treatment, 38 

Eosinophilia, see Blood, cells 

Epilepsy, appraisal, A-88 (July) 

Esophagus, short, in hiatal hernia, 268; varices, hemor- 
rhage from, 393 

Evolution, human phase (note), 481 

Extremities, see also Foot; Hand; Hip; Shoulder; de- 
formity, Dupuytren’s contracture of hands and feet, 
A-20 (Nov.); injuries, sports, in persons over 30, 
121; ischemia due to arteriosclerosis, treatment, 582; 
surgery, regional anesthesia, 324 

Eye, cataract, surgery, zonulolysis in (editorial), 570; 
cornea, opaque, translucence (editorial), 201; infec- 
tions, A-90 (July) 


FAVISM, racial basis, A-100 (Sept.) 

Fever, familial Mediterranean, in Israel, A-86 (Dec.) ; 
unexplained, in child, A-20 (Dec.) 

Fluoridation, controversy, 404; dental benefits, 550; 
safety, 641 

5-Fluorouracil, treatment of cancer, 242 

Food, see Nutrition 

Foot, see also Extremities; athlete’s foot, A-22 (Aug.) ; 
fractures, 599 

Forensic medicine, barbiturates, automatism and suicide, 
A-56 (Oct.) ; history, yesterday, today and tomorrow, 
A-60 (Nov.); injuries, thoracic, in automobile acci- 
dents, A-58 (July); paternity and gestation, A-42 
(Dec.) ; paternity exclusion tests, A-54 (Aug.) ; sensi- 
tivity, specific, medicolegal aspects, A-52 (Sept.) 

Formosa, medical and other aspects, A-99 (Oct.) 

Fractures, see Foot 


GALLBLADDER, calculi, diagnosis with ultrasonic 
waves, A-118 (Nov.); surgery, early development 
(editorial), 98 

Ganglion, of hand, A-26 (Oct.) 

Gastrointestinal tract, hemorrhage, massive, 393 

Gastrojejunal invagination, see Stomach 
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Genetics, blood abnormalities as clue to racial migration 
(editorial), 201; familial Mediterranean fever, A-86 
(Dec.) ; inheritance of deafness, A-22 (Aug.); nutri- 
tion and, 173 

Genitalia, abnormalities due to adrenocortical hyper- 
activity, 206 

Geriatrics, disease, senescence and (note), 382; future 
of aged (note), 367; retirement plans (editorial), 314 

Gestation, see Pregnancy 

Giardiasis, in children, A-86 (July) ; treatment, 36 

Goiter, see Thyroid, enlargement 

Gold, salts in treatment of rheumatoid arthritis, 623 

Gonadotropins, in urine, tests for, A-41 (July) 

Gonads, dysfunction in children, 614; hypogonadism, 
diagnosis, gonadotropin tests, A-42 (July) 

Graves’ disease, see Thyroid 

Greek Dermatological Union meeting, A-95 (July) 


HAMMAN-RICH syndrome, see Lung, inflammation 

Hand, see also Extremities; ganglion, surgery, A-26 
(Oct.) 

Head, injuries in professional boxers, 129; two-headed 
child, A-89 (Aug.) 

Headache, vascular, chronic, treatment with meclizine 
and nicotinic acid, 427 

Hearing, loss, due to acoustic neurinoma, A-22 (Nov.) ; 
loss in childhood, 319; loss, inheritance of deafness, 
A-22 (Aug.) 

Heart, arrhythmia, ventricular tachycardia, 355; block, 
surgery, A-100 (Sept.) ; disease, arteriosclerotic, treat- 
ment, A-94 (Sept.) ; disease, congenital, atrioventricu- 
laris communis, A-140 (Oct.) ; disease, coronary, an- 
gina pectoris, A-84 (Aug.); disease, coronary, blood 
cholesterol values in, 114; discase, coronary, diagnosis, 
electrocardiographic, A-78 (Dec.); disease, coronary, 
mortality, A-144 (Oct.) ; disease, coronary, postinfarc- 
tion treatment with anticoagulants, A-21 (July); dis- 
ease, coronary, report of cases of myocardial infarction, 
A-92 (July); disease, coronary, treatment of myocar- 
dial infarction (note), 403; disease, coronary, treat- 
ment of shock following infarction, 20; disease, diag- 
nosis, bedside, 1; disease, endocarditis, bacterial, treat- 
ment, A-143 (Oct.) ; injuries due to automobile acci- 
dents, A-63 (July); surgery, open, aortic occlusion 
in, 507 

Hemophilia, see Blood, dyscrasias 

Hemorrhage, see Blood, dyscrasias 

Hepatic, see Liver 

Hines Veterans Administration Hospital, see Clinico- 
pathologic conferences 

Hip, see also Extremities; dislocation, congenital, A-94 
(Aug.); fracture, rehabilitation, 138 

History taking, medical interview, 315 

Home, functional, for easier living (editorial), 665; 
planning for convenience of disabled, 634 

Hospitals, British (editorial) , 666 

Hydrocele, see Testis 

Hydroxyzine hydrochloride, management of early labor, 
558 

Hypnosis, in office practice of urology, 515 


IMMUNIZATION, autoimmunization, laboratory investi- 
gation, A-42 (Aug.) ; hazards, testing for serum sensi- 
tivity, A-137 (Oct.) ; program recommended by World 
Health Organization (editorial), 313 

Industrial medicine, silicosis, A-75 (Sept.) 
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Infantile paralysis, see Poliomyelitis 

Infants, see Pediatrics 

Injuries, crush, kidney disease due to, A-84 (Dec.) ; 
sports, in persons over 30, 121 

Intestines, anomalies, imperforate anus and rectum, A- 
89 (Aug.); disease, see also Appendicitis; disease, 
colitis, ulcerative, 157; diverticulum, Meckel’s, 82; 
function, constipation in children, 224; hemorrhage, 
massive, 393; obstruction, meconium ileus, 67; para- 
sites, treatment, 35 

Iodine, radioactive, in treatment of thyroid disease, 162 


JAUNDICE, see Liver, inflammation 


KIDNEY, calculi due to hyperparathyroidism, 369; dis- 
ease due to crush injuries, A-84 (Dec.) ; failure, acute, 
25; failure, acute, treatment, 248; failure associated 
with acute abdominal disease, A-112 (Nov.); tuber- 
culosis, in children, 336 


— 


_ABOR, conduct of, cesarean section, prognosis, A-88 
(July) ; conduct of, early, hydroxyzine hydrochloride 
for relief of anxiety, 558; conduct of, hemorrhage due 
to fibrinogen deficiency, 596; conduct of, oxytocics in, 
372 

Laboratory procedures, quality control, A-38 (Oct.), A- 
38 (Nov.) 

Larynx, inflammation, steroid therapy for laryngitis, A- 
26 (Oct.) 

Leg, amputation in peripheral arteriosclerosis, 590 

Lenic, hypocholesteremic agent, 434 

Leukemia, acute, survival rates, A-94 (Sept.) 

Leukocytosis, see Blood, cells 

Life expectancy, in Israel, A-86 (Dec.) 

Listeriosis, as cause of habitual abortion, A-94 (Aug.) 

Liver, cirrhosis, ascites in, A-114 (Nov.); cirrhosis, 
hemorrhage and, 394; disease as possible cause of 
leukocytosis and eosinophilia, A-18 (July); disease, 
complications, renal, 257; disease, emotional disorders 
and, A-20 (Sept.) ; disease, hydatid, diagnosis, splenic 
portography, A-144 (Oct.) ; disease, in newborn, diag- 
nosis through cholinesterase determination, A-137 
(Oct.); impairment, coma in, 445; inflammation, 
hepatitis, infectious (editorial), 96; inflammation, 
hepatitis, infectious, etiology and prevention, 12, 
treatment, 289; inflammation, hepatitis, viral, clinical 
and laboratory data, 146 

ucofen, treatment of obesity, A-93 (Aug.) 

ung, cancer, bronchogenic carcinoma, stable, 616; dis- 
ease, silicosis, A-75 (Sept.) ; disease, Wegener’s gran- 
ulomatosis, 541; inflammation, chronic fibrosing inter- 
stitial pneumonitis, 284; injuries due to automobile 
accidents, A-60 (July), A-66 (July) 

Lymph glands, swelling following injections of iron- 

dextran complex, A-116 (Nov.) 


oe 


MAGNESIUM, deficiency, A-114 (Nov.) 

Marriage, emotional problems, 573 

Meconium ileus, 67 

“Medical Careers,” vocational guidance pamphlet (edi- 
torial), 569 

Medical education, art in, 423; Chinese army medical 
school, A-57 (Dec.); refresher courses at King Paul 
Hospital, Athens, A-95 (July); students, data on 
(editorial), 200 

Medical libraries, documentation and (editorial), 441 
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Medical Research Council, British, annual report, A-143 
(Oct.) 

Méniére’s syndrome, treatment, A-112 (Nov.) 

Menstruation, excessive, A-20 (Sept.) 

Mental disorders, see also Psychosomatic medicine; 
anxiety, treatment with acepromazine, A-96 (Sept.) ; 
depression, medication for, 101; psychopathic be- 
havior, theory of, 482; surgery, leukotomy, selective, 
A-80 (Dec.); treatment with petit mal-grand mal 
stimulation, A-140 (Oct.) 

Mental retardation, care of mentally retarded children 
in general practice (note) , 354; diagnosis, A-18 (Sept.) 

Mercury, poisoning as possible cause of pink disease, 
A-78 (Dec.) ; poisoning due to fish from contaminated 
water, A-98 (July) 

Microscopy, fluorescence, in cytodiagnosis of cancer, 627 

Migration, racial, tracing through blood characteristics 
(editorial), 201 

Minamata disease, form of mercury poisoning, A-95 
(July) 

Mona Lisa, her secret (editorial), 99 

Mummies, Egyptian, atherosclerosis in (editorial), 100 

Myelography, A-75 (July) 

Myocardial infarction, see Heart, disease, coronary 


NATIONAL Defense Medical Center in Taiwan, A-57 
(Dec.) 

Naval Medical Research Unit No. 2 (NAMRU-2), A-91 
(Nov.) 

Neck, deformity, torticollis, congenital muscular, 383 

Nerves, sciatic, determination of tension, 488; surgery, 
sympathectomy in treatment of peripheral arterio- 
sclerosis, 582; tumor, acoustic neurinoma, A-92 (July), 
A-22 (Nov.) 

Nervous system, see also Central nervous system; in 
children, relation to endocrine system, 609 

Night calls, statistics on (editorial), 202 

Nose, tumors of nasal cavity, radiotherapy, A-140 (Oct.) 

Nutrition, diet as a cause of atherosclerosis, 263; diet 
for control of hypercholesteremia in diabetes mellitus, 
112; food composition tables, 295; food faddism, 
growing threat, 75; genetics and, 173; hypocholes- 
teremic agent as a dietary supplement, 434 


OBESITY, treatment with Lucofen, A-93 (Aug.) ; treat- 
ment with phenmetrazine hydrochloride, A-82 (Dec.) 

Osteochondrosis cervicalis, A-146 (Oct.) 

Ovary, tumor, arrhenoblastoma associated with parasitic 
infection, A-112 (Nov.) 

Oxytocics, see Labor, conduct of 


PAIN, relief, hypnosis, 515; relief, surgical, in cancer, 
A-102 (Sept.) 

Pancreas, cancer, A-108 (Nov.), 533; cysts, 522; disease, 
fibrocystic, as cause of meconium ileus, 67; inflamma- 
tion, chronic, 524; surgery, 519; tumors, islet-cell, 530 

Parathyroids, dysfunction in children, 613; hyperpara- 
thyroidism, acute hormone intoxication, 368 

Paternity, determination, legal aspects, A-44 (Dec.) ; 
exclusion tests for, A-54 (Aug.) 

Pediatrics, anemia, fever and, unexplained, A-20 (Dec.) ; 
angiography, cerebral, 333; anomalies, congenital, 
dicephalus tetrabrachius, A-89 (Aug.); anomalies, 
congenital, imperforate anus, A-86 (Aug.); bladder 
neck obstruction, 457; brain hemorrhage, spontaneous 
subarachnoid, 130; cholinesterase values in newborn, 
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A-137 (Oct.); constipation, differential diagnosis, 
224; deafness in childhood, 319; endocrine and nerv- 
ous systems, interrelationships, 609; giardiasis, A-86 
(July); hip, dislocation, congenital, A-94 (Aug.) ; 
lipogranulomatosis, A-137 (Oct.); meconium ileus, 
67; mentally retarded child, care of (note), 355; pink 
disease, incidence, A-78 (Dec.); retardation, mental, 
diagnosis, A-18 (Sept.); surgery of newborn, pre- 
operative and postoperative care, A-110 (Nov.) ; torti- 
collis, congenital muscular, 382; tuberculosis of kid- 
ney, 336 

Penicillin, new, in treatment of resistant staphylococcal 
infection (editorial), 570; synthetic, new type, A-112 
(Nov.); treatment of middle ear infection, A-22 
(July), A-90 (July) 

Peptic ulcer, duodenal, surgery, comparison of two 
types, 219; etiology, A-80 (Dec.) ; hemorrhage from, 
394, A-103 (Nov.); hyperparathyroidism and, 369 

Perspiration, composition of, A-140 (Oct.); offensive, 
treatment, A-18 (Sept.) 

Physician, as cultured gentleman, 88 

Pilonidal sinus, surgery, new technic, 655 

Pineal gland, dysfunction, in children, 611 

Pink disease (erythredema polyneuropathy), incidence, 
A-78 (Dec.) 

Pinworms, see Enterobiasis 

Pituitary, anterior, dysfunction, in children, 609; de- 
ficiency, gonadotropin tests, A-42 (July); excision in 
treatment of cancer, A-98 (July); posterior, dysfunc- 
tion, in children, 611 

Placenta previa, A-134 (Oct.) 

Pneumonitis, see Lung 

Poisoning, see Mercury; Stramonium 

Poliomyelitis, vaccines, live virus (editorial), 442 

Polycythemia vera, arteriosclerosis, peripheral, and, 582 

Population explosion (editorial), 571 

Prednisone, see ACTH and cortisone, derivatives 

Pregnancy, complications, placenta previa, A-134 (Oct.) : 
complications, rubella, A-18 (Dec.); complications. 
uterine curettage for, 452; cytologic studies of vagi- 
nal smears, A-80 (Dec.) ; 
tests, A-41 (July); duration, legal aspects, A-42 
(Dec.) ; ectopic, 343; in art, Mona Lisa’s secret (edi- 
torial), 99; interruption, listeriosis as cause of habit- 
ual abortion, A-94 (Aug.) ; roentgen examination dur- 
ing, effect on fetus, A-20 (Dec.) ; sequelae, nephritis, 
257 


diagnosis, gonadotropin 


Procaine, evaluation of use in geriatric and cardio- 
vascular conditions, A-22 (Nov.) 

Prostate, cancer, early, treatment, 46; cancer, rheumatic 
symptoms associated with, 274 

Psychopathic behavior, see Mental disorders 

Psychosomatic medicine, cancer patient’s right to know, 
470; challenge in modern practice (editorial), 440; 
constipation, psychogenic, in children, 225; emotional 
problems of marriage, 573; hypnosis in office practice 
of urology, 515; interviewing patients, 315; psycho- 
pathology, evaluation, 537 

Puberty, precocious, diagnosis, gonadotropin tests, A-42 
(July) 

Ptilse, absence of, clinical studies, A-94 (Sept.) 

Purpura, thrombocytopenic, see Blood, dyscrasias 


RABIES, incidence in Finland, A-92 (July) 


Radiation, see Roentgen rays 
Rehabilitation, following hip fracture, 138; home, func- 
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tional, for easier living (editorial), 665; self-help 
devices: aids to telephoning, 93; home, functional, for 
easier living, 634; selection of wheel chairs: acces- 
sories, 564, custom models, 308, modifications based 
on disability, 410, standard Universal models, 195 

Respiratory tract, upper, infection, viral, antibiotics and, 
A-20 (Aug.) 

Retirement, see Geriatrics 

Roentgen rays, examination, angiography, A-67 (Aug.) ; 
examination during pregnancy, effect on fetus, A-20 
(Dec.) ; examination, myelography, A-75 (July) 

Rubella, fetal anomalies and, A-18 (Dec.) 


SALIVARY glands, inflammation, A-96 (Sept.) 

Sciatic nerve, see Nerves 

Self-help devices, see Rehabilitation 

Shock, in acute abdominal disease, 58; postinfarction, 
treatment, 21 

Shoulder, bursitis, treatment, A-22 (July) 

Silicosis, roentgen diagnosis, A-75 (Sept.) 

Skin, disease, allergic, medicolegal aspects, A-52 (Sept.) ; 
disease, athlete’s foot, A-22 (Aug.); disease, derma- 
tomycoses, A-20 (Aug.); disease, dermatomyositis, 
650; disease, eczema, treatment, A-94 (July) ; disease, 
pinta, A-20 (Aug.); disease, treatment with cortico- 
steroids, A-90 (July); effect of soap on, A-93 (Aug.) ; 
lipogranulomatosis, A-140 (Oct.); manifestations of 
primary and secondary syphilis, 510; tanning, arti- 
ficial, with dihydroxyacetone (editorial), 443 

Soap, effect on skin, A-93 (Aug.) 

Sphygmomanometry, A-96 (Sept.) 

Spinal cord, examination, myelography, A-75 (July) ; 
sclerosis, pain relief in, A-20 (Dec.) 

Spine, disease, osteochondrosis cervicalis, A-146 (Oct.) ; 
intervertebral disk, lesions, determination of sciatic 
nerve tension, 488 

Sports, injuries in persons over 30, 121; school, medical 
problems in, 360 

Staphylococci, infection, treatment with new penicillin 
(editorial), 570 

Sterility, male, surgery, A-93 (Sept.) 

Stomach, disease as cause of hemorrhage, 393; hernia, 
hiatal, surgery, 268; polyps, A-88 (July); surgery, 
sequelae, gastrojejunal invagination, A-89 (Aug.) 

Stramonium, poisoning, 364 

Streptococci, culture in diagnosis of throat infection, 
347 

Strongyloidiasis, treatment, 39 

Suicide, barbiturates and, A-56 (Oct.) 

Sulfonamide compounds, long-acting, use in general 
practice, A-94 (Sept.) 

Surgery, preoperative and postoperative care of new- 
born, A-110 (Nov.) 

Sweat, see Perspiration 

Sympathectomy, see Nerves, surgery 

Syphilis, primary and secondary, skin manifestations, 
510 


TAIWAN, see also Formosa; Naval Medical Research 
Unit No. 2, A-91 (Nov.) 

Tapeworm infection, treatment, 39 

Teeth, caries, prophylaxis, fluoridation, 404, 550; caries, 
prophylaxis, fluoridation, safety, 641 

Tendon, tumor, ganglion, A-26 (Oct.) 

Testis, hydrocele, A-20 (Nov.); torsion, A-92 (Sept.) 

Tetanus, antitoxin, sensitivity to, A-22 (Nov.) 
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(Thorax, disease, abdominal pain in, 57; injuries in 
automobile accidents, A-58 (July) ; tumor, mediastinal 
ganglioneuroma, 181 

lhroat, infection, streptococcal, diagnosis, laboratory, 
347 

Thyroid, cancer, 171; dysfunction in children, 612; en- 
largement, endemic goiter in Israel, A-94 (Aug.) ; 
enlargement, nontoxic goiter, treatment with radio- 
iodine, 162; hypothyroidism, borderline, A-22 (July) ; 
hypothyroidism, emotional disorders and, A-20 (Sept.) ; 
inflammation, subacute, treatment with prednisone, 232 

Tonsils, infection as cause of deafness, 321 

Torticollis, see Neck 

Tranquilizers, acepromazine, A-98 (Sept.) 

Trichomoniasis, intestinal, 37; treatment with metroni- 
dazole (editorial), 668 

Trichuriasis, treatment, 39 

Triflupromazine, control of vomiting, 62 

Tuberculosis, immunization, BCG vaccine, freeze-dried, 
A-82 (Dec.); incidence, world-wide (editorial), 572: 
of kidney, in children, 336; sanatoriums, decline in 
need for (editorial), 98; treatment in sanatorium. 
duration, A-20 (Dec.); treatment (note), 342 

Typhoid fever, treatment with corticosteroids, A-116 


(Nov.) 


UNIVERSITY of Athens, annual meeting, A-¥5 (July) 
Urine, see also Diuretics; gonadotropins in, value of 
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tests for, A-41 (July); steroids in, in adrenocortical 
hyperactivity, 207 

Urology, see also Bladder; Kidney; hypnosis in office 
practice, 515 

Uterus, atresia, A-91 (Aug.); curettage, 450; prolapse, 
cancer and, A-140 (Oct.) ; tumor, fibromyoma, 503 


VACCINATION, see Immunization 

Vagina, smears, cytology during pregnancy, A-80 (Dec.) ; 
trichomoniasis, treatment with metronidazole (edi- 
torial), 668 

Ventricular tachycardia, see Heart, arrhythmia 

Virus infection, see also Liver, inflammation; research, 
interferon, antiviral agent, A-143 (Oct.) 

Vistaril (hydroxyzine pamoate), treatment of allergy, 
561 

Vitamins, E, use in cardiovascular conditions, A-22 
(Nov.); genetic effects of, 173; K, deficiency of, as 
cause of hemorrhage, 596 

Vomiting, control with triflupromazine, 62 

Voodoo deaths (note), 502 


WATER supply, see Fluoridation 

Weight, excessive, see Obesity 

Wheel chairs, selection, accessories, 564; selection, cus- 
tom models, 308; selection, modifications based on 
disability, 410; selection, standard Universal models, 
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